W. eee 


1251 


16 PLANT HYDROPONIC GARDEN 


Click on the hot spots in the picture to get more information. 


By using 1 inch PVC 
dune and pipe you can drill a hole in 
the 2 Titer bottle Cap making them. 

‘removable for cleaning or replacement. 
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2 Liter Bottle 


Bottle cap with a 
hole drilled in it 


1 inch thinwall 
PVC pipe about 1 
inch long 


1 inch PVC corner 
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